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BILL. NO, 8-87-08 3 Bs 


SPECIAL ORDINANCE NO. S- 
AN ORDINANCE approving the award 
of Reference #805, between the 
City of Fort Wayne, Indiana, by 
and through its Department of Pur- 
chasing and Etna Supply Company and 
Tria State) Plumbanes=respective Ly; 
for the Water Maintenance: and Service 
Department. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That the award of Reference #805, between 
the City of Fort Wayne, by and through its Department of Purchasin 
and Etna Supply Company and Tri State Plumbing, respectively, re- 
spect tually. Tow: 

the purchase of Copper Pipe, per 

the specifications in Reference 

#805, through the Water Maintenance 

and Service Department; 
involving a total cost of Twenty-Three Thousand Two Hundred Four- 
teen and No/100 Dollars ($23,214.00), (Etna Supply, $4,856.00; 
Tri State Plumbing, $18,358.00), all as more particularly set 
forth in said Reference #805, which is on file in the Office of 
the Department of Purchasing, and is by reference incorvorated 
herein, made a part hereof, and is hereby in all things ratified, 
confirmed and approved. 

SECTION Pu (That? this Ordinance: shall be “in -full-toree 


and effect from and after its passage and any and all necessary 


approval by the Mayor. 


Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 









oxberger, City Attorney 
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Read theyésfst time in full and on motion by ZAZA ; 
seconded by E- PALWA po and read/tne second time 
by title and referred to the Committee < 

- oa ЕЗ, \ 
= { ; 










(and the Cit 
CO soe held asr s= 
riding, Fort Wava 
the day of 






Plan Commission for roacommend Осло ana 
due legal notice, at the Council Chars 
Indiana, on 


DATE: ge af 


=> 





















SANDRA E. 


Read the 
seconded bv 
passage. ..PASSED 


full апа on motion by 
, and duly adopte 


Юк =; the following vote: 


AYES NAYS ABSTAINED ABSENT TOSWET? 


A EE = чу 


placed: oneles 









TOTAL VOTES 
BRADBURY 
BURNS 
EISBART 
GiaQUINTA 
HENRY a 
REDD ` _с— 
SCHMID? 
STIER 
TALARICO Ola, De S ce. geen 
DATE: ei Ao- w | oe ысын a ре гн 
; SANDRA E. KENNEDY, CITY CLERK 


Passed and adopted by the Common Council o£ the City ofs Fort 






Wayne, Indiana, as (ANNEX: 





(GENERAL 


(SPECIAL) (ZONING MAP) ORDINANCE 


on the г? ZÁ i day of 
A a > A 
Т; * 2- gorio ( j tf 


SANDRA E. KENNEDY, CITY CLERK - PRESIDING OFFICER 





eCity of Fort Wayne, Indiana, 


nga уз 2 
‘A бозы £ Cae 


SANDRA E. PEDIA CETY EERE 
: br A 
Approved and signed by me oF 1S —day of YN 4 4- r 
19 f7 at the hour of / O o'clock —- -M.,E.S.T. 


WIN MOSES, — MAYOR 


Presented by me to the Mayor of 


on the ЖОЕ т. ОЁ 


at the hour of „Ае, 2 A o'clock 








BID BOS - 2-5-В/ - WHS DEPT - 


EST. QTY SIZE 

21000 FT 3/4" 60 FT ROLL 

BOOO FT 5/4" 100 FT ROLL 

1800 FT 1" 60 FT ROLL 

2000 FT 1" 100 FT ROLL 

1600 FT 1 1/2" 20 FT RB GeweTH 
1600 FT =. 2" 20 FT LENGTHS 


ETNA SUPPLY THE TREATY COMPANY LERAN COPPER & BRASS 


$0, 6112 PER FT 4.8612 FER 100° DISQUALIFIED 
NO NON COLLUSION 
$0.6112 PER FT 40.8512 PER 100° 
$0.8034 PER FT $1.1295 PER 100° 
$0.8034 PER FT $1.1295 PER 100° 
31.2083 PER FT $1.6989 PER 100° 
$1.8265 PER FT $2.5742 PER 100° 


MINIMUM SPMT 7500 LBS 

PRICES WILL FLUCTUATE W/ MARKET 
STOCK TO 60 DAYS 

FOB FT WAYNE 


PRICES WILL FLUCTUATE W/MARKET 
2 = S-WEEKS 
FOB INDIANAFOLIS 


UNDERGROUND PIPE & VALVE 


$1.2500 FER FT 


$1.2500 PER FT 


$1.6000 PER FT 


$1.6000 PER FT 


$3.2500 PER FT 


$5.2500 PER FT 


AS REQUIRED 
FOB FT. WAYNE 


WAYNE PIPE & SUPPLY 


—“ 


$0.6520 PER F 
40.6520 PER FT 
$0.8570 PER FT 
$0,B570 PER FT 
#1.5110 PER FT 


$2.4420 PER FT 


AS REQUIRED 
FOB FORT WAYNE 


TRI STATE PLUMBING 


$0.5400 PER FT 


$0.5400 PER FT 


$0.7100 PER FT 


$0.7100 PER FT 


$1.3300 PER FT 


$2.0100 PER FT 


PRICES MAY FLUCTUATE W/MAR 


10 DAYS - 2 WKS 
FOB FT WAYNE 


CITY ОР BORT Wane 

DEPARTMENT OF PURCHASING 

ONE TMAINSSTREET = ROOM.350 

FORT WAYNE, INDIANA 46802 
BID REFERENCE š 805 
DATE _ January 12, 1987 
DUE DATE _Thursday, February 5, 1987 at 10:30 A.M. 
Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 


Fort Wayne, IN 46803 


Bid Bond Required NO YES _x AMOUNT _5% 

Performance Bond Required No _X YES AMOUNT 

Affirmative Action - On file with the ATTACHED TO 
City of Fort Wayne THIS DOCUMENT 


Prompt payment discounts will be allowed as follows: _Net 
if “paid within 30 days. 


A 


Tne City of Fort Wayne is exempt from Federal excise and Indi 
state Sale Tax. The City's Indiana Sales Tax Exemption Секси? 


S o o do 


Tae exectutron Nerec=t byrthe bidder 2s accestance: of all térnetaxc 
conditions herein -ar@-in, that regard the bidder agreseco toO Se 
bound by same and be’ bound to the amount of his/her bid for a 
period of з 


Lxty GO) days. 


Etna Suoply Company 
Name of Company 





PONT b A Agent 
WAYNE (signature) 


529 32nd St. S.E. 


WHERE AEDA йазы 
MOR Fa 


City Wyoming, MI 49508-2392 


_ 


SPECIFICATIONS FOR COPPER PIPE 


All copper water service pipe shall be type "K" copper water tube, 
made in accordance with the latest revisions of ASTM Specifications 
B88 or Federal Specifications WW-T-799, and shall have the type 
designation and the manufacturers name and/or symbol stamped into 
the outer surface. 


*Please send bid results. Self addressed stamped envelope is enclosed. 


COPPER PIPE TYPE "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
21,000 Feet 3/4} 69 Foot roll U Sur 2 PER Pr 
- 8,000 Feet 370 100 foot pola S £1.92 2 PER pk, 

1,800 Feet Jr 605 root robl Š 00.31. PER FT. 
2,000 Feet i”. 100° foot: roll 5 80.31 PER FT. 
1,600 Feet 1-1/2", 20-f00t ie 

lengths $ 120.83 PER FT. 
1,600 2w 20 foot lengths s 182.65" PER FT. 


Minimum Shipment-- 7,500 lbs. 
‘Prices will fluctuate according to market. 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: Ft. Wayne DELIVERY TIME A.R.O.Stock to 60 days 


TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29, 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier, 
the contract period may be extended for an additional period not to 
exceed one (1) year. However, the agreement to extend must be 
completed in writing not less than fifteen (15) days prior to expir- 
ation date. The contract may be extended only at the same price 

and under the same conditions governing the original contract. 


PS-1 


2: 
(Front Page) 


CITY © 


'т] 


FORT WAYNE 

DEPARTMENT OF PURCHASING 

ONE MAIN STREET =~ ROOM 350 

FORT WAYNE, INDIANA 46802 
BID REFERENCE # 805 
DATE _January 12, 1987 
DUE DATE _Thursday, February 5, 1987 at 10:30 A.M. 
Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 


Fort Wayne, IN 46803 


Bid Bond Required NO YES _X_ AMOUNT _95% 
Performance Bond Required No _ X YES AMOUNT 
Affirmative Action - On file with the ATTACHED TO 

City of Fort Wayne THIS DOCUMENT Х - 


Prompt payment discounts will be allowed as follows: 2 % 
if paid within loth promlays. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
state Sale Tax... The City's Indiana Sales Tax Exemption Carci- 


Se ewe 


icate number is 356-001-255 0013, prices should not include these 


The execution hereot By che bidder is eactestanecs of all terms ard 
conditions: herein ang “in Enar ega xe Smeda agrees: Ce ше 
bound by same and be bound to the amount of his/her bid fora 
period of sixty (60) days 





PRTA МАД еш кб б Вой 46 
ag s 


When 
HORS 


City Greenville OH 45331 


SPECIFICATIONS FOR COPPER PIPE 


All copper water service pipe shall be type "К" copper water tube, 
made in accordance with the latest revisions of ASTM Specifications 
B88 or Federal Specifications WW-T-799, and shall have the type 
designation and the manufacturers name and/or symbol stamped into 
the outer surface. 


COPPER PIPE TYPE "К" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
21,000 Feet 3/4", 69 foot roll S 86.12 u PER OF. ТОО" 
8,000 Feet 3/47 2100 Footuroll ` S e632 PERIA. 1007 
1,800 Feet i’. 60 foot- roll сл? 99 PER PEN 100' 
2,000 Feet 1" OO: Loot. roll S 372.95" PER XA. 100" 

1,600 Feet T=2 i207, 20 Foot 169.89 
; lengths ° PER ЖЯ 100' 
1,600 2", 20 foot lengths< $257.42: PER EY 109: 


Due to unstable price conditions in the copper market, 
these prices are based on acceptance and delivery 
prior Богу 16 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: Indianapolis DELIVERY TIME A.R.O. 2_- 3 weeks 
TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29, 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier, 
the contract period may be extended for an additional period not to 
exceed one (1) year. However, the agreement to extend must be 
completed in writing not less than fifteen (15) days prior to expir- 
ation date. The contract may be extended only at the same price 

and under the same conditions governing the original contract. 


PS-1 


CETT SOF PORT AWAYNE 

DEPARTMENT OF PURCHASING 

ONE MAIN STREET - ROOM 350 

FORT WAYNE, INDIANA 46802 
BID REFERENCE # 805 
DATE ` January 12, 1987 
DUE DATE _Thursday, February 5, 1987 at 10:30 A.M. 
Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 


Fort Wayne, IN 46803 





Bid Bond Required NO aa YESA AMOUNT _5% 
Performance Bond Required No _Х YES t- | AMOUNT 
Affirmative Action - On file with the ATTACHED TO 

City of Fort Wayne THIS DOCUMENT 
Prompt payment discounts will be allowed as follows: Ey % 


if paid within (Act 30 days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Care =- 
icate number is 356-001-255 0013, prices should not include these 
taxes. 


th 


The execution hereo y ac 
conditions “Rerein.-and in that 
bound by same and be bound to th 
period of sixty (60) days. 


г) 
L Z 









Uae ўз 222 >; 
| FOI 
WAYNE 
YDS 


Corey LE, Oe?” i” > 


2 4 
(signature) 


SPECIFICATIONS FOR COPPER PIPE 


All copper water service pipe shall be type "К" copper water tube, 
made in accordance with the latest revisions of ASTM Specifications 
B88 or Federal Specifications WW-T-799, and shall have the type 
designation and the manufacturers name and/or symbol stamped into 
the outer surface. 


COPPER PIPE ТҮРЕ "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
21,000 Feet 3/4", 69 ЛБ БОО roll 1.25 PER FT. 
8,000 Feet 37/69 YOO foot. TOLL. SALS РЕКЕТ. 
1,800 Ееес Le 60 feat. roll Š 1.60 PER; FET: 
2,000 Feet i". - 100: feoe reli S 1.00 OPER FT. 
5 1,600 Feet em 19/327. 2.0) OOK 3.25 

lengths S PER PTE 

1,600 2", 20 foot lengths $ 5-25 PER FT. 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: Fort Wayne DELIVERY TIME A.R.O. AS City Requires 


TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29. 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier, 
the contract period may be extended for an additional period not to 
exceed one (1) year. However, the agreement to extend must be 
completed in writing not less than fifteen (15) days prior to expir- 
ation date. The contract may be extended only at the same price 

and under the same conditions governing the original contract. 


PS-1 


2 
(Front Page) 


CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASING 

ONE MAIN STREET - ROOM 350 

FORT WAYNE, INDIANA 46802 
BID REFERENCE # 805 
DATE _ January 12, 1987 
DUE DATE _Thursday, February 5, 1987 at 10:30 A.M. 
Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 


Fort Wayne, IN 46803 








Bid Bond Required NO YES _xX _ AMOUNT _5% 
Performance Bond Required No _X YES AMOUNT 
Affirmative Action - On file with the ATTACHED TO 

City of Fort Wayne THIS DOCUMENT 
Prompt payment discounts will be allowed as follows: 2 % 
if paid within 30 days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax =xemption Certis- 
icate number is 356-001-255 0013, prices should not include these 


The executicn hereof by the bidder is accectance of all terms and 
conditions herein and in that Segara tne. bicéer agress to be 
bound by same and be bound to the amount of тысе bie for a 
period of s 


ixty (60) days. 


WAYNE PIPE & SUPPLY, INC. 
Name of Company 
AOD ee 52 









POT с Agent 


“ууз 
NAVNE 


MOUS 





(signature) 
Address 1815 S. ANTHONY BLVD. 


es FORT WAYNE, IN 46803 





SPECIFICATIONS FOR COPPER PIPE 


All copper water service pipe shall be type "K" copper water tube, 
made in accordance with the latest revisions of ASTM Specifications 
B88 or Federal Specifications WW-T-799, and shall have the type 
designation and the manufacturers name and/or symbol stamped into 
the outer surface. 


COPPER ‘PIPE TYPE "K" SOFT 


EST. UANT . SIZE NEEDED PRICE 
ia: 


21,000 Feet 3/4™ SO foot roll $ .652 PER FT. 
8,000 Feet 3/4". 100 Toot rori $ -652 PER FT. 
1,800 Feet 1, 5860 foot roll $ -857 PER FT. 


2,000 Feet Ly. 200 ‘foot roll Š ~857 PER FT. 
1,600 Feet" ЛОТ Ыл 20 5 оок 

lengths S ih OLE PER FT: 
1,600 2" 20 foot lengths= S , 2.442 PER Fr. 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: FORT WAYNE DELIVERY TIME A.R.O. ` AS REQUIRED 


TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29, 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier, 
the contract period may be extended for an additional period not to 
exceed one (1) year. However, the agreement to extend must be 
completed in writing not less than fifteen (15) days prior to expir- 
ation date. The contract may be extended only at the same price 

and under the same conditions governing the original contract. 


PS-1 


PSS 
(Front Page) 


CLE SOP FORIS WAYNE 

DEPARTMENT OF PURCHASING 

ONE MAIN a = ROOM «350 

FORT WAYNE, INDIANA 46802 
BID REFERENCE # 805 
DATE _January 12, 1987 
DUE DATE _Thursday, February 5, 1987 at 10:30 A.M. 
Department receiving bid items Water Maintenance & Service 


415 E. Wallace Street 


Fort Wayne, IN 46803 


Bid Bond Required NO YES _X _ AMOUNT _5% 
Performance Bond Required No _X YES AMOUNT 
Affirmative Action - On file with the y ATTACHED TO 

City of Fort Маупе__ АХ THIS DOCUMENT 
Prompt payment discounts will be allowed as follows: > % 
1 йаа within. ` SG days. 
The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax.” The City's: Indiana. Sales Tax Exemption Carci -= 


icate number is 356-001-255 0013, prices should not include these 
taxes. . 


Узе Тузга. 


The GUEclOn Heroo oy che D idde> LSecrcGerceatecower. all corms ana 
conditions: heren апа. in thet regara cae *pidcer: sorées . to se 
bound by same’ and Бе bound. to. tne’ daounet- of His/nher bia “for a 
peri 


od of sixty (60) days. 


WHERE ARICA 
NOS 





SPECIFICATIONS FOR COPPER PIPE 


All copper water service pipe shall be type "K" copper water tube, 
made in accordance with the latest revisions of ASTM Specifications 
B88 or Federal Specifications WW-T-799, and shall have the type 
designation and the manufacturers name and/or symbol stamped into 
the outer surface. 


COPPER PIPE TYPE "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
21,000 Feet 374", 69 *fo0t ‘roll $ a4 t PER ETY 
8,000 Feet 3/4", 100: foot roll <SS l * PER FT. 
1,800 Feet 1", 60 foot roll s off] sn PER ЕТ. 
2,000 Feet i", 100 foor tolti S Sp] Y pupa. 
1,600 Feet 141/207 20 foot + 
lengths s 1-33 PER FT. 
1,600 2% SJO Fook lengths TS 2-0! 7 PER ET, 


# See {рь tez attached 
MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: Delivered DELIVERY TIME A.R.0O. IC ka yS Ж Luks 
TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29. 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier, 
the contract period may be extended for an additional period not to 
exceed one (1) year. However, the agreement to extend must be 
completed in writing not less than fifteen (15) days prior to expir- 
ation date. The contract may be extended only at the same price 

and under the same conditions governing the original contract. 


PS-1 


*2Addivor: 


Prices quoted for purposes of this Bid are based 
upon Costs as of * January 29, 1987 Due to tthe 
volatility of copper prices, any increases in 
relationship to the base cost to this Distributor 
throughout the period of this agreement, will be 
proportionately charged to the City equal to said 
increase. 


150 
DIGEST SHEET 


TITLE OF ORDINANCE: SPECIAL 


DEPARTMENT REQUESTING ORDINANCE: PURCHASING 


SYNOPSIS OF ORDINANCE: pa F/-O2 goes 


An ordinance to be introduced in City Council approving the 
award of Reference #805 for the purchase of Copper Pipe. Per 


the specifications through the Water Maintenance and Service 
Department. 


EFFECT OF PASSAGE: 


Copper Pipe is needed to install new water services, and repair 
or replace existing service. 


EFFECT OF NON-PASSAGE: 


City would not be able to install new or replace existing lines. 
There would be lost revenue to the City if the department were 
not able to expand the customer base. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 


Etna Supply $4,856.00 +/- 
Tri State $18,358.00 +/- 


ASSIGNED TO COMMITTE (President): 


BIGE NO. S-87-02-32 





REPORT OF THE COMMITTEE ON CITY UTILITIES 
_—.—.—.—.—.——.—.—.——————-_-——_ 


WE, YOUR COMMITTEE ОМ CITY UTILITIES | TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESOXWPEONY. approving the award of 


Reference #805, between the City of Fort Wayne, Indiana, by and 





through its Department of Purchasing and Etna Supply Company 


and Tri State Plumbing, respectively, for the Water Maintenance and 


Service Department ; 
u uu s=s u= sn THI aR ATA q emO_O_—n—oPníUíaHMx—— 0 .. .. U 
— P  rErW H eben a apne dg i r з: 
к Ош mn S ы а кошш мш сыш ыкы ыны кш a reta ka s, 





HAV HAD SAID (ORDINANCE) (ВЕЗӨӘТӘЙЙӨХ) UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 
(RESOLUPEGNF 


YES. NO 











2 oe = eR CHARLES B. REDD 
; CHAIRMAN 











PAUL M. BURNS 
VICE CHAIRMAN 


HOMAS C. HENRY 


BEN A. EISBART 





SAMUEL J. TALARICO 





me. 2 = PIAL 


<> Ж 
CONCURRED IN J < - SANDRA E. KENNEDY 
CITY CLERK 


